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a. gt 60i6 mu 601 7 


B. 24/0505Z AMD 24/051 JZ 

C. GOOD AMD GOOD 

D. NONE. 

END OF MESSAGE 


25 YEAR RE-REVIEW 



HI Sanitized Copy Approved for Release 2010/01/20 : CIA-RDP89B00569R0004001 30036-8 







